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Electrical Power House: furnished electrical power for entire city 
of Zamosc — power output 7,000 to 8,000 v., DC (hearsay), 
gliding: used in connection with main power house /Foint #l7; both 
buildings were surrounded by a steel meshed fence. Point #1 was 
located 500 m. west of the RR track /See Point #407. 

State Veterinary Hospital: one-story, brick, 20 x 10 m., tin or 
tile-covered gable roof. 

Handicraft School and Mortgage Building: brick, 60 x 22 m. wide 
gable r foof M ' 10 K * Wlde &t smaller end » hel «ht unknown; tin-covered 

Town Prosecutors Court: two-story, brick, 100 x 15 m., tin-covered 
gable roof* 

Cooperative Office and Town Printing Shop: two-story, brick, 

30 x o m., tin-covered gable roof. 

Collegiate Church: brick, 50 x 10 m., height unknown. 

Rectory: three-story, brick, 20 x 10 m., part of church property. 
Security Police Office: four-story, brick, U-shaped, 4o x 30 m., 
tin or tile-covered gable roof. 

gable a roof lePh ° ne 0ffice: two “Story, brick, 40 x 10 m., tin-covered 

PoBt Office: two-story, brick, tin-covered gable roof, dimensions 
unknown * 

Excise and Monopoly Office: three-story, brick, 18 x 10 m., tin- 
covered, hipped roof. x "*•» 

National District Privy Council: four-story, brick, 40 x 30 m.. 
tin or tile-covered hipped roof* 

Municipal Privy Councils brick, three-story, dimensions 
ana. roof data unknown. 

Militia District Commands two-story, brick, 40 x 30 m., tin-covered 
? a ]« Believed to be built three stories below ground -level 

and that -underground floors also contained jail cells. 

Finance Office: four-story, brick, 35 x 30 in., tin-covered, 
nipped roof* 

Sports Ground: grass area, 200 x 100 m. 

City Park: an area approximately 10 hectares. 

y|^ ! Pr.T a Fi?§7 ln " ldtb f rora 10 to 17 m * xt was located in City Park 
/See Point #18/ . The island in middle of lake was 50 x 10 m., and 
nad a wooden bridge from island to mainland one meter wide. 

College of General Education and Secondary School: two-story, brick 
40 x 15 m., tin-covered, hipped roof. 

*«*£*?»» B r , ick ' 20 „ x • 1 2 x 10 “•» tln or tile-covered gable roof. 

S i X r?^? ry briclc * 3° x 10 m * College students were 
quartered in this building. 

Zoological Gardens 

Parking C Ground h 1 ’ 101 ' 1 ' 20 x 1 5 x 12 m. with a tin-covered gable roof. 

Market Square: the one building located in this area was one-story 
, m. long, 10 m. wide, and had an unknown construction. 
Professional Secondary School: brick, 60 x 15 x 12 m., with a 
tin or tile-covered gable roof. 

SeleC ciZ? Service Administration (Rejonowa Komeda 
Uzupelnien — RKU) and Freight Storage House: two-story, brick 

°?£ lce was also located in this building. 
Modern Cinemas brick, 50 x 40 x 20 m*. with a tin-covered gable roof 
Cooperative Textile District: one-story, brick, 50 x 8 m., with 
a tin-covered gable roof. ' 

, one v- s brick, 16 x 10 m. Cement lime(and 
chemical fertilizer) was stored here. 

Road: brick, eight meters wide. 

two^hectares ^ 1,91411:1158 Areas cov ering an area of approximately 
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34. Municipal Garden Establishments: covering an area of approximately 
four to five hectares. 

35. District Municipal Hospital: four-story, briek, 30 x 12 m., with 
a tin-covered gable roof. 

3 6. District Municipal Hospital Office Building: one-story, brick, 
l6 x 10 m., with a tin-covered gable roof. A screen fence 
surrounded this building and another building ^See Point #3 2 / • 

It was a sereened-in area 150 x 100 m. 

37. Cemetery 

38 . Air Force Barracks Area: located two kilometers north of Zamosc. 

An NC0 and officers' school was believed to be located here. 

39. State Prison: three-story brick, 60 x 50 m. 

40. RR Track: standard gauge tracks. 


\ 


SECRET 


Approved For Release 2002/07/15 : CIA-RDP80-00810A001 300380008-8 




